From: Karen Mallam [karenmallam@yahoo.com] 

Sent: 9/14/2017 8:04:20 PM 

To: Regan, Michael S [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=be7cdffad666484fbbce36570340f33b-msregan] 

CC: contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 

Subject: Atlantic Coast Pipeline 

I urge you to deny the 401 water quality permit for the ACP. This massive, tracked natural gas pipeline, proposed by 
Duke energy and Dominion Resources is completely unnecessary, and does not provide adequate protections for our 
waters and our people. Thank you. 



